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Regulator Coapeay sutattted 

25X1 

•* 500 •%. ft. of ahop/office space adUoin&ag 

b* Power xwqfiii resents j 

(X) 115 Volt AC, 1(00 cycle, single phase S 50 volt as^phs. 

(a) £6 Volt DC, 10 octet, 

(3) 115 Volt AC, 60 cycle, single phase, 2,000 volt aagfcg, 
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